


Massachusetts Bay 
Transportation Authority 





Hingham Ferry Dock Improvements 


Virtual Public Meeting - 30% Design Progress 
January 14, 2021 

Virtual Meeting - 6:00 PM 

Nathan Rae, MBIA Sr. Project Manager 





In light of the ongoing COVID-19 coronavirus outbreak, Governor 
Baker issued an emergency order on March 12, 2020, allowing 
public bodies greater flexibility in utilizing technology in the conduct 
of meetings under the Open Meeting Law. 


The MBITA greatly values the participation of its citizens in the public 
meeting process but given the current circumstances and 
recommendations at both the state and federal levels to limit or 
avoid public gatherings together with the present closure of public 
buildings to the public, the MBTA has decided to implement the 
“remote participation’ procedures. 


The virtual webinar is part of that effort. 





¢ This meeting will be recorded, and the MBTA may choose to retain 
and distribute the video, still images, audio, and/or the chat 
transcript. The recording and chat transcript are considered a 
public record. 


¢ By continuing with this virtual meeting, you are consenting to 
participate in a recorded event. If you do not feel comfortable being 
recorded, please forward any questions or comments to 


HinghamFerryDock@mbta.com. 


¢ This meeting recording will be posted on the project website 
following the conclusion of the meeting. 





¢ All attendees will be placed on mute and cameras will be turned off upon 
entry 


¢ During the Q&A session following the presentation, the meeting hosts will 
alternate between the typed questions in the Q&A box and raised hands (live 
question/comment): 
¢ How to raise your hand: 


¢ Using Internet Connection: Click on the “Raise Hand” icon and you will be added to 
the queue 


¢ Dialed in Using Phone: Dial *9 to raise your hand and you will be added to the queue 


¢ When it is your turn to ask a question/provide comment, the host will activate your 
microphone and announce you by name or the last 4 digits of your phone number. (Note: 
You may have to press “Unmute’ before speaking. ) 


¢ Questions can also be submitted to HinghamFerryDock@mbta.com at any 
time during this project's duration. 


¢ This meeting presentation is currently available to view on the project's 
website, www.mbta.com/HinghamFerryDock. 


Project Team 


Panelists — Project Team 


¢ MBTASr. Project Manager: 
Nathan Rae 


¢ WSP Project Manager: 
Filomena Maybury 


¢ City Point Partners Meeting Moderator: 
Amanda Smith 





Agenda 
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Project Goals and Scope 
Existing Conditions 
Proposed Project Layout 
Project Details 

Potential Project Impacts 
Project Schedule 

Public Outreach 
Questions & Comments 


























Improved Customer Comfort 
Improved Customer Access 


Upgraded Security/Safety 


Upgraded Accessibility 


Resilient Design 


Increased Vessel Capabilities 


Increased Dock Capacity 


Extension of Canopy to the HIC/added protective side shielding 
Reconfigured direct path of travel/added wayfinding 


Added lighting, security cameras, communication systems and fire 
protection system 


Fully accessible gangway and vessel access ramps/stairs/platforms 
design 


Gangway/dock design to account for sea level rise and tidal 
fluctuations; uplands walkway independently supported 


Upgraded vessel dock hook-ups (lighting, electrical, sanitary) 


Larger dock footprint, added access ramps/stairs/platforms, 
dredging to accommodate vessel fleet 
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B. Existing Conditions at the Walkway 


Existing Conditions at the Walkway: 








Canopy protection currently stops short of Damage due to severe storms 
Hingham Intermodal Center 


B. Existing Conditions at the Ferry Dock and Gangway 


Existing Condition at the Ferry Dock and Gangway: 





Existing dock needs more vessel Existing gangway needs accessibility 
Capacity upgrades 


C. Proposed Project Layout 


LEGEND: 


Reconfigured Walkway 
——— and Canopy Extension to HIC 


DS sNew Gangway 


New Dock 
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Replacement of Existing Floating Dock with Larger Floating Dock 


Cradle for Bow Loading 
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120° Gangway 400'x30" Floating Dock Stair/Ramp/Platiom 


Access System 
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D. Project Details: Proposed Gangway 


Proposed Gangway: 


¢ 120 Long 

¢ Aluminum members 
¢ ADA accessible 

¢ Non-slip decking 


¢ Wind protection 





similar Gangway 


dB: 





Proposed Replacement of Canopy and Walkways 
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Pile Supported walkway 
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120’long 
gangway 
(to floating dock) 
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WALKWAY LAYOUT PLAN 
Scat: [= 1-0" 


Walkway at grade 
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E. Potential Project Impacts 


Temporary Service Impacts May Include: 


¢ Reduction in MBTA parking capacity due to 
construction staging 


¢ Revised passenger access during construction 
¢ Temporary outage of ferry service 


Temporary Construction Impacts May 
Include: 
¢ Noise impacts due to foundation installation 
¢ Traffic impacts due to construction activity 





¢ Odor related to dredging work 
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MILESTONE SCHEDULE 





2"¢ Public Meeting Fall 2021 
Design Complete Winter 2021/2022 

Construction Award Summer 2022 
Construction Start Fall 2022 


Construction Complete Summer 2023 


1/ 


Visit the Project Website 
www.mbta.com/HinghamFerryDock 


¢ Public and Stakeholders can sign up 
for email updates. 


¢ Construction Advisories will be sent 
out prior to any significant work 
scheduled (nighttime, weekend work, 
etc. ) 


Project Email 


HinghamFerryDock@mbta.com 


Massachusetts Bay 
Transportation Authority 


Home > Projects > Hingham Ferry Dock Improvements 


Hingham Ferry Dock Improvements 








’ ContactUs» Morey @ENv Search © 


Building a Better T 
As part of our $8 billion, 5-year capital 
investment plan, we're renovating 


tations, moder g fare collect 
ystems, upgrading services f 

buses, subways, rries, an 
mproving the accessibility of the entire 
ystem. 

Learn mo 


Related Projects 
-, of 





Construction Advisory:Weekend Work 
Scheduled at the Hingham Ferry Dock 
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¢ Please share only one question or comment at a time. 


¢ To ask a question via phone, dial *9 and the moderator will call out the last 4 
digits of your phone number and unmute your audio when it is your turn. 


¢ Use the “Q&A” button to submit a typed question or comment at any point 
during the meeting. 


¢ Press the “Raise Hand” button to share your question or comment verbally. 
¢ After you raise your hand, wait for the moderator to recognize and unmute you before speaking. 


¢ After you share your question or comment, we will lower your hand and you will be muted to 
allow the team to respond and provide opportunities for others to participate. 


u 


Rate Hane 





You may also submit your questions or comments if we run out of time, after the 


meeting, to the project email address: HinghamFerryDock@mbta.com or visit 
www.mbta.com/HinghamFerryDock for more information. 


Thank You! 


